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ACTION HEW-06 

INFO OCT-OI EA-10 ISO-00 OES-05 RSC-01 /023 W 
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R 100215Z JAN 75 
FM AMEMBASSY WELLINGTON 
TO SECSTATE WASHDC 9086 

UNCLAS WELLINGTON 0069 

E.O. 11652: N/A 
TAGS: ETRD, NZ 

SUBJECT: RECALL OF MEDICAL DEVICE - BENNETT MONITORING 
SPIROMETER AND ALARM 

REE: STATE 001981 

1. NEW ZEALAND INDUSTRIAL GASES LIMITED, LOCAL AGENTS FOR 
BENNETT ADVISED THE EMBASSY IT RECEIVED A WARNING NOTICE FROM 
THE AMERICAN COMPANY EARLY NOVEMBER. THE WARNING LETTER 
ENCLOSED THE TEXT OF THE FDA ALERT. THE AGENT TOOK IMMEDIATE 
ACTION TO ENSURE INTEGRITY OF EQUIPMENT PREVIOUSLY DISTRIBUTED 
AND IN STOCK. THE AGENT IS ALSO TAKING EVERY PRECAUTION TO 
ENSURE THAT USERS OF THE BENNETT SPIROMETER AND ALARM ARE 
PROPERLY TRAINED IN THEIR USE. 

2. IT APPEARS THAT THE AGENT HAS TAKEN APPROPRIATE AND 
ADEQUATE ACTION TO FORESTALL ACCIDENTS. 
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